Box 153 Jul-Aug 1888 
THE PRATY & W/ HITNEY Cor. 


MANUFACTURERS OF MACHINISTS’ TOOLS. 
Forging and Finishing Machinery for SEWING MACHINE end) GUN MANUFACTURE, and Special Purposes, 





Quotations good for one month only, unless definite time for cen is given. Address all business communications to the Company. 


ae eee vee roe esident. 


EEA beeyh it, Hlartfed, Gonn., Cl. S. AL, Amie Me 2888. 

Mint | of ‘the United states, 

" He Cw Hickok, Act*g Supte, 

Philadelphia, Pae, 

Dear Sirt= 
We have yours of the 13th inste to which we have 

replied by wire"Cannot give Measuring Machine proper test before 

Septe 10th" In explanation would say, that the machine will not be 

ready for testing for’ about tendays, and we Wish this part 

of thework done by our Mre Bond, who is at the West and will not 

return until apout the date named above » We trust you can wait 

until we can feel assured that the machine is in the desired con 


ditiome Awaiting further advices, we remain 
Wie. Tt aU Zee, 


Dictuted tyueen Le BASES 


NARA RG104, Entry 1, Box 153 


The Pratt & Whitney Co., 
Hartford, Conn., U.S.A. 
August 14, 1888 


Mint of the United States, 
H.C. Hickok, Act’g Supt., 
Philadelphia, Pa., 


Dear Sir: - 


We have yours of the 13th inst. to which we have replied by wire “Cannot give 
Measuring Machine proper test before Sept. 10th” In explanation would say, that the machine 
will not be ready for testing for about ten days, and we wish this part of the work done by our 
Mr. Bond, who is at the West and will not return until about the date named above. We trust you 
can wait until we can feel assured that the machine is in the desired condition. Awaiting further 
advices, we remain 


Very Truly Yours, 

The Pratt & Whitney Co. 
Dictated by... R-F. Blodgett 
Secy. 


